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UNCLASSIFIED 

PAGE 01 RIO DE 02051 061542Z 
43 

ACTION XMB-07 

INFO OCT-01 ARA-16 ISO-00 EB-11 COME-00 TRSE-00 OPIC-12 

AID-20 DRC-01 RSC-01 IGA-02 /071 W 

051093 

PR061410ZJUN74 
FM AMCONSUL RIO DE JANEIRO 
TO SECSTATE WASHDC PRIORITY 787 
INFO AMEMBASSY BRASILIA 
AMCONSUL SAO PAULO 

UNCLAS RIO DE JANEIRO 2051 

E.O. 11652: N/A 
TAGS: EFIN, BRA 

SUBJECT: EXIM: $57 MILLION IN HOSPITAL EQUIPMENT FOR MINISTRY 
OF HEALTH 

REE: (A) STATE 232274, 11/27/73; (B) RIO 4655, 12/19/73 

1. AMERICAN HOSPITAL SUPPLY (AHS) BRAZILIAN REPRESENTA- 
TIVE CHARLES COOKSON HAS CALLED ON US TO REQUEST USG 
APPROACH MINISTRY OE HEALTH IN SUPPORT AHS EEFORTS TO 
NEGOTIATE USS 57 MILLION SALE HOSPITAL EQUIPMENT TO 
MINISTRY. ACCORDING COOKSON, PROJECT WAS DELAYED OWING 
TO CHANGE IN ADMINISTRATION REQUIRING REVIEW BY NEW 
MINISTER OF HEALTH. RECENTLY, ARTICLES HAVE APPEARED 

IN LOCAL PRESS (O GLOBO AND JORNAL DO BRASIL) DEPLORING 
POOR CONDITIONS OF BRAZILIAN HOSPITALS AND CALLING ON 
GOB TO ACT PROMPTLY TO ACQUIRE NEEDED HOSPITAL 
EQUIPMENT THROUGH EXIM LOAN. 

2. WE NOTE THAT PC NO. 74-0-2658 ISSUED ON BEHALE 
MINISTRY OE HEALTH FOR PURCHASE HOSPITAL EQUIPMENT 
EXPIRED MAY 3 1 . WE WOULD APPRECIATE INDICATION EXIM 
POSITION ON RENEWAL OF PC BEFORE DETERMINING LEVEL 
AND TYPE OF SUPPORT. REQUEST RESPONSE SOONEST. 

BOONSTRA 

UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: LABORATORY EQUIPMENT, GOVERNMENT PROCUREMENT, HOSPITALS, CREDIT AUTHORIZATIONS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 06 JUN 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974RIODE02051 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7401 45-0757 
From: RIO DE JANEIRO 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740669/aaaachex.tel 

Line Count: 52 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION XMB 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 

Reference: (A) STATE 232274, 11/27/73; (B) RIO, 4655, 12/19/73 

Review Action: RELEASED, APPROVED 

Review Authority: boyleja 

Review Comment: n/a 

Review Content Flags: 

Review Date: 21 AUG 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <21 AUG 2002 by PhilliR0>; APPROVED <08 JAN 2003 by boyleja> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: EXIM: $57 MILLION IN HOSPITAL EQUIPMENT FOR MINISTRY OF HEALTH 
TAGS: EFIN, EGEN, TBIO, BR, US, XMB, AMERICAN HOSPITAL SUPPLY 
To: STATE 
Type: TE 

Markings: Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 


Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



